ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE #5 


DATE 


OFFICER 1 
OFFICER 2 


11-23-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/12 
20 


1220/12 
45 


1245/13 
15 


1315/14 
15 


1545/16 
00 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


STATION CALL- 6801 HOLLYWOOD BLVD- H&H 
COURTYARD 

I WALKED THE COURTYARD AREA CONDUCTING EXTRA 
PATROL FOR A CONCERT TODAY AT 1800 HOURS. 
MULTIPLE SPECTATORS HAVE ALREADY GATHERED FOR 
THE EVENT. 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN. 


BACKED FB2- 6250 HOLLYWOOD BLVD- THE ‘W’ 
HOTEL 

THE UNIT RECEIVED A CALL FOR A 415 / 602 M/B 
REFUSING TO LEAVE. THE UNIT REQUESTED A 
SUPERVISOR BECAUSE THE SUSPECT WAS NON VERBAL. 
LAPD WAS CALLED. UPON ARRIVAL, THE SUSPECT WAS 
SITTING ON THE CURB. HE BEGAN TO WALK INTO THE 
STREET STOPPING TRAFFIC AND WAS ALMOST HIT BY A 
VEHICLE. I CALLED LAPD FROM THE FIELD TO GIVE THE 
ADDITIONAL INFORMATION. AFTER OVER 45 MINUTES 
NO LAPD RESPONSE. OFFICER MOONEY ADVISED THE 
SUSPECT NOT TO ENTER THE ‘W’ AND WE LEFT THE 
SCENE. 


BACKED FB5- 1714 McCADDEN PLACE- THE RUBIX 


THE UNIT RECEIVED A CALL FOR A M/B SLEEPING IN 
FRONT, ACROSS THE SIDEWALK. UPON ARRIVAL, THE 
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1605/16 
15 


1645/16 
55 


1715/17 
30 
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00 
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10 
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UNIT ADVISED CODE 4. 
BACKED FB5- 1413 VINE STREET- McDONALD’S 


THE UNIT RECEIVED A CALL FOR A 602 M/W BLOCKING 
THE DOOR. UPON ARRIVAL, THE UNIT ADVISED CODE 4- 
GOA. 


BACKED FB2- 1811 CAHUENGA BLVD- MAGNIFIC 
HAIR 

THE UNIT RECEIVED A CALL FOR A 415 M/W 
PANHANDLING IN FRONT. UPON ARRIVAL, THE SUSPECT 
WAS ADVISED AND LEFT WITHOUT INCIDENT. 


CODE 7 


ADMIN- BID OFFICE 


I RECEIVED A CALL FROM FB2 REGARDING A F/W IN THE 
OFFICE WHO NEEDED TO TALK TO A SUPERVISOR. I 
SPOKE WITH OLGA REGARDING AN INCIDENT SHE HAD 
WITH H&H SECURITY AND EVENT SECURITY. 


ADMIN- BID OFFICE 

I COMPLETED MISC AI ADMIN. 

BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


EOW 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


